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931 May 19, 1905 

A depot for receiving and burning rats caught by the public was 
opened on March 28, 1905, a capitation fee of 4 pence for rats and 1 
penny for mice being paid. 

Number of rats delivered at incinerator for week ended April 1, 
1905, 1,500; number examined in laboratory, 250; found infected, 8. 

This bulletin is complete to midnight on Saturday, April 1, 1905. 

By order: 

G. H. King, Secretary. 

Plague at Newcastle. 

Victoria, April 3, 1905. 
Premier, New South Wales, reports that 2 cases of plague have 
occurred at Newcastle. 

G. H. Reid. 
Consul-General for United States, 

Melbourne. 

BRAZIL. 

Report from Rio de Janeiro — Inspection of vessels — Mortality — Plague, 
smallpox, and yellow fever — Recrudesence of yellow fever. 

Acting Assistant Surgeon Stewart reports, April 13, 14, and 20, as 
follows: • 

During the week ended the 9th instant the following vessels were 
inspected and bills of health issued to them from this office: 

On the 4th instant, the British steamship Denahy, with a cargo of 
manganese ore, for Baltimore, with no passengers, and with no change 
in the crew personnel while here; on the 7th instant, the British steam- 
ship Roddam, for Philadelphia, with a cargo of manganese ore, no 
Eassengers, and with no change in the personnel of the crew while 
ere; on the same date, the Belgian steamship Gamoens, for New York, 
with a cargo of coffee, no passengers, and with 1 new member of the 
crew here, an engineer officer. This vessel sailed from here for New 
York, via St. Lucia, for disinfection, and New Orleans. 

No other vessels left this port during this week for United States, 
Canal Zone, or Cuban ports. 

Public health in State of Sao Paulo, 1901+. 

There were but 4 cases of yellow fever in this State during 1904. 
Three of these were in Santos and 1 in Queluz. 

The mortality from enteric fever has decreased, and the same is 
true of malarial fevers. The number of deaths from tuberculosis has 
also been greatly reduced, and there were only 358 deaths in the capi- 
tal, Sao Paulo, and 1,771 in the interior from this cause. In the capi- 
tal there were 19 deaths caused by variola, and 64 cases were entered 
in the isolation hospitals. Other cases of this disease appeared in the 
cities and towns of Cachoeira, Roseira, Guaratingueta, Lorena, Leme, 
and Santa Cruz da Conceicao, these cases including persons who arrived 
from Rio de Janeiro and who were already ill with this disease. 

In the capital there were 6 deaths from bubonic plague; in Taubate, 
8; in Santos, 4; in Pindamonhangaba, 5, and in Guaratingueta, 9. 
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